Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 SAIGON 05608 251333Z 

43 

ACTION EB-07 

INFO OCT-01 EA-10 ISO-OO CAB-05 CIAE-00 COME-OO DODE-OO 

DOTE-OO INR-07 NSAE-00 FAA-00 10-10 SS-15 NSC-05 H-02 

L-02 INRE-00 NSCE-00 SSO-OO SCA-01 /065 W 

043985 

O 251251Z APR 75 

FM AMEMBASSY SAIGON 

TO SECSTATE WASHDC IMMEDIATE 5810 

UNCLAS SAIGON 5608 

E.O. 11652: N/A 

TAGS: TAGS: EAIR, VS 

SUBJECT: CIVIL AIR CONTINGENCY PLAN 

REF: STATE 092363 AND 095164 

1. DCA RELUCTANT TO RELEASE OCEANIC PORTION OF SAIGON FIR NOW. 

HE FEELS SAIGON ACC IS WORKING NORMALLY AND THEREFORE THERE IS 
NO NEED FOR CHANGE. 

2. BANGKOK ICAO REGIONAL OFFICE INFORMED DCA OF EXISTENCE OF 
CONTINGENCY PLAN ON APRIL 15. ON FOLLOWING DAY DCA ASKED ICA 
FOR FULL DETAILS OF SUCH PLAN BUT TO DATE HAS NOT RECEIVED THEM. 

3. DCA HAS OWN CONTINGENCY PLAN WHICH INCLUDES USE OF MOBILE 
CONTROL TOWER AND STANDBY ACC. THIS PLAN WAS DISCUSSED BRIEFLY 
WITH ROBERT GROTH OF FAA HONOLULU DURING LATTER'S VISIT TO 
SAIGON APRIL 10-15. 

4. COMMENT: WE BELIEVE IT IS PREFERABLE AT THIS TIME TO 
CONTINUE PRESENT ARRANGEMENT BECAUSE THERE IS INTANCE AIR 
ACTIVITY OVER THIS AREA WHICH IS NOT SUPERVISED BY ANY OTHER 
CIVIL ORGANISATION. 

MARTIN 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CIVIL AVIATION, CONTINGENCY PLANNING 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SAIGON05608 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750145-1167 
From: SAIGON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975041 6/aaaaaoxl. tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 092363, 75 AND 095164 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JUL 2003 by SilvaL0>; APPROVED <10 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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